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RETROFIT ADAPTOR ASSORTMENT 


SKM-13360 


R134A RETROFIT ADAPTOR ASSORTMENT 


A USEFUL ASSORTMENT OF THE MOST COMMON R134a RETROFIT FITTINGS. 
ACTUAL CONTENTS ARE LISTED BELOW. 


ALL ITEMS ARE AVAILABLE SEPARATELY - ORDER BY PART NUMBER SHOWN IN THE 


COS-96854 


RETROFIT ADAPTOR 
HIGH SIDE 
90 degree 3/16” Fem. Flare 


QTY -6 


Re-order: 
COS-96854-6 ( 6 pcs) 


COS-96851 


RETROFIT ADAPTOR 
HIGH SIDE 
straight 3/16” Fem. Flare 


ОТҮ-6 


Re-order: 
COS-96851-6 ( 6 pcs) 


APPROPRIATE COMPARTMENT. 


== 
ІШІ 


СО5-96888 


RETROFIT ADAPTOR 
LOW SIDE 


90 degree 1/4” Fem. Flare 


ОТҮ-6 
Re-order: 
COS-96888-6 ( 6 pcs) 


COS-96882 


RETROFIT ADAPTOR 
LOW SIDE 
straight 1/4” Fem. Flare 
ОТҮ - 10 
Re-order: 
COS-96882-6 ( 6 pcs) 


COS-96867 


RETROFIT ADAPTOR 
HIGH SIDE 
90 degree 1/4” Fem. Flare 
QTY -6 
Re-order: 
СО5-96867-6 ( 6 pcs) 


COS-96864 


RETROFIT ADAPTOR 
HIGH SIDE 
straight 1/4” Fem. Flare 
QTY -6 

Re-order: 
COS-96864-6 ( 6 pcs) 


348 


SERVICE ASSORTMEN Highgate Automotive Air Conditioning Catalogue 
trofit Assortments 


RETROFIT FITTING ASSORTMENT 


SKM-13400 


R134A RETROFIT FITTING ASSORTMENT 
A USEFUL ASSORTMENT OF R134a RETROFIT FITTINGS, CAPS AND CORES 
ACTUAL CONTENTS ARE LISTED BELOW. 


ALL ITEMS ARE AVAILABLE SEPARATELY - ORDER BY PART NUMBER SHOWN IN THE 


APPROPRIATE COMPARTMENT. 


СО - 80798 СО - 80800 СО - 80834 СО - 80835 СО - 80836 т 
DISABLED САР DISABLED САР БЕНМІСЕ САР SERVICE САР БЕНМІСЕ САР (BLACK) 
(BRASS) (BRASS) (BLACK) (RED) (BLACK) SOME R134A SUCTION 
ACCESS PORTS 


FOR STANDARD. 
3/16” МЕ R12 
ACCESS PORTS 


FOR STANDARD. 
1/4” МЕ R12 
ACCESS PORTS 


SOME R134A DISCHARGE 
ACCESS PORTS 


SOME R134A DISCHARGE 
ACCESS PORTS 


SOME R134A DISCHARGE 
ACCESS PORTS WITH 
HIGH-FLOW CORES 


ОТҮ -2 
СО-80841 


SERVICE САР 
(BLUE) 
SOME R134A SUCTION 
ACCESS PORTS 


Qty - 2 Qty - 2 Qty - 2 Qty - 2 Qty - 2 ОТҮ -2 
CO - 80842 CO - 80848 CO - 80875 СО-96851 СО-96864 СО - 96882 
SERVICE САР STANDARD VALVE CORE HIGH - FLOW VALVE CORE R134 RETROFIT FITTING R134 RETROFIT FITTING R134 RETROFIT FITTING 
(BLACK) (DISCHARGE) SCREWS ONTO STANDARD (DISCHARGE) (SUCTION) 
QTY -2 3/16" MF R12 DISCHARGE PORT 
SOME R134A DISCHARGE | SUITABLE FOR USE WITH ОТҮ -2 SCREWS ONTO STANDARD | SCREWS ONTO STANDARD 
ACCESS PORTS WITH R12 AND R134A 1/4" MF R12 ACCESS PORT | 1/4” MF R12 ACCESS PORT 
HIGH-FLOW CORE CO - 80855 СО-96854 
RE-ORDER: СО-80850 - РК-6 HIGH - FLOW VALVE CORE 90 deg. RETROFIT FITTING 
СО-80860 - РК-100 (SUCTION) SCREWS ONTO STANDARD 
3/16” MF R12 DISCHARGE PORT 
Qty - 2 Qty - 12 Өн 0ТҮ-2 Qty - 2 Qty - 2 
ТО - 75881 СО - 96870 СО - 96874 СО-96867 СО-96888 СО - 96890 
R134A R134A R134A R134A R134A 
VALVE CORE TOOL RETROFIT FITTING RETROFIT FITTING 90 deg. RETROFIT FITTING | 90 deg. RETROFIT FITTING RETROFIT FITTING 
(DISCHARGE) (DISCHARGE) (DISCHARGE) (SUCTION) (SUCTION) 


SUITS MOST STANDARD 
AND HIGH - FLOW CORES 


Qty - 1 


SCREWS INTO STANDARD 
FEMALE SWITCH PORT 
ON RECEIVER-DRIER 


Qty - 2 


REPLACES R12 ACCESS PORT 
ON SANDEN AND DIESEL KIKI 


COMPRESSORS 


Qty - 2 


SCREWS ONTO STANDARD 
1/4” MF R12 ACCESS PORT 


Qty - 2 


SCREWS ОМТО STANDARD. 
1/4” MF R12 ACCESS PORT 


Qty - 2 


REPLACES R12 ACCESS PORT 
ON SANDEN AND DIESEL-KIKI 


COMPRESSORS 


Qty - 2 
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HOSE FITTING O-RING ASSORTMENT 


SKO - 26134 


R134a COMPATIBLE 
(REPLACES 5КО-26100 К-12 KIT) 


STANDARD HOSE FITTING 
O-RING ASSORTMENT 


ACTUAL CONTENTS ARE LISTED BELOW 


ALL ITEMS ARE AVAILABLE SEPARATELY - 
ORDER BY PART NUMBER SHOWN IN THE 


% APPROPRIATE СОМРАВТМЕМТ 


НО-75205 НО-75206 НО-75208 НО-75210 НО-75212 
HOSE FITTING | НОЗЕ ҒІТТІМС | НОЗЕ ҒІТТІМС | НОЗЕ ҒІТТІМС | HOSE FITTING 


O-RING O-RING O-RING O-RING O-RING 


Мо. 5 Мо. 6 Мо. 8 Мо. 10 Мо. 12 
ОТҮ-50 ОТҮ-50 ОТҮ-50 ОТҮ-50 ОТҮ-20 


Re-order: Re-order: Re-order: Re-order: Re-order: 
НО-75525 ( 20 рсв) НО-75526 ( 20 pcs) НО-75528 ( 20 pcs) НО-75530 ( 20 рсв) НО-75532 ( 20 pcs) 


ог: ог: ог: ог: ог: 


НО-75725 (100 рсв) НО-75726 (100 рсв) НО-75728 (100 рсв) НО-75730 (100 рсв) НО-75732 (100 рсв) 


SPRINGLOCK O-RING ASSORTMENT 


SKO - 32440 


No. 12 
SPRINGLOCK 


R134a COMPATIBLE 


SPRINGLOCK FITTING O-RING AND 
GARTER SPRING ASSORTMENT 


GARTER GARTER GARTER 
SPRING SPRING SPRING SPRING 
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SERVICE O-RING ASSORTMENT 


DOOF 
DON 


SKO - 26544 


R134a COMPATIBLE 


UNIVERSAL SERVICE O-RING ASSORTMENT 
INCLUDES REPLACEMENT O-RINGS FOR NIPPON DENSO. 


ACTUAL CONTENTS ARE LISTED BELOW. 


ALL ITEMS ARE AVAILABLE SEPARATELY - ORDER BY PART NUMBER SHOWN IN THE 
APPROPRIATE COMPARTMENT. 


SWO - 93050 | COS - 95675 | COS -95680 | COS -95685 | СО5-95695 | COS -95720 


O-RING O-RING, DELCO O-RING, DISCHARGE | O-RING, SUCTION O-RING, SQUARE CUT 

MALE PRESSURE | BLOCK FITTING, FITTING, FITTING YORK FLANGE TEFLON SEAL 

SWITCH EARLY R4 SANDEN TR SANDEN TR SQUARE SECTION ROTOLOCK 
COMPRESSOR COMPRESSOR FITTING 


QTY: 10 QTY: 4 QTY: 10 QTY: 10 QTY: 4 QTY: 6 


COS - 95732 | COS -95736 | HO -75605 HO - 75625 HO - 75638 
SQUARE CUT O-RING O-RING O-RING O-RING 
TEFLON SEAL YORK TUBE -O No.5 METRIC | No.5 HOSE FITTING | No.8 HOSE FITTING 

SANDEN TUBE-O M7x1.55 NIPPON DENSO | NIPPON DENSO 


COS - 95672 THIN WALL 


O-RING, DELCO 
BLOCK FITTING, 


A-6 MODELS QTY: 10 


HO - 75650 HO - 75860 VO-85055 VO-85080 VO-85110 
O-RING O-RING O-RING O-RING O-RING 
No.10 HOSE ҒІТТІМС| PAD FITTING TX VALVE TX VALVE TX VALVE 
NIPPON DENSO | COOLTEMP, SOME | EQUALIZER TUBE FORD FORD 
FORD 


QTY: 10 QTY: 10 QTY: 10 QTY: 6 QTY: 6 


